PART IV 
Private Advertisements and Miscellaneous 

Notifications 


Kerala Health Research and Welfare Society 

TENDER NOTICE 
No . 3104 /Fin /Accts/08 /KHRWS. 

19th November 2008 . 
Competitive sealed tenders are invited from the 
reputed firms/ suppliers for the supply of the following 
medical equipments. 
1. 16 slice CT Scanner at Medical College, Kozhikode 

on buyback basis. 
2. 16 slice CT Scanner at Medical College Hospital, 

Thiruvananthapuram . 
3 . 4 slice CT Scanner at General Hospital, 

Thiruvananthapuram and District Hospital, Manjeri. 
4 . Digital Radiography System at Medical College , 

Thiruvananthapuram , Kottayam , Thrissur and Calicut. 
5 . Ultra Sound Colour Doppler, Medical College 

Hospital, Thiruvananthapuram and SAT Hospital, 

Thiruvananthapuram . 
6 . TMT Machine , Medical College Hospital, 

Thiruvananthapuram on buyback basis. 
EMD — 2.5 % of the quoted amount of DD . 
Cost of tender form : 

Original — Rs. 2 ,000 + ST. 

Duplicate — Rs. 500 
Date of sale of Tender - 21 -11- 2008 . 

The DD in favour of Managing Director, KHRWS, 
Thirvananthapuram payable at Thiruvananthapuram by 
postal Rs. 50 extra . 

Last date and time of tender submission — 7 -1-2009 at 3 p. m . 

Date and time of opening of tender — 7 - 1 - 2009 at 
3.30 p. m . 

The Managing Director reserves the right to accept or 
reject all or any of the tender without assigning any reason 
thereof. 


All other conditions are same as prevailing in the 
purchase of stores of Government of Kerala . Further 
details are available with office of the undersigned . 


General Hospital Campus, 
Red Cross Road , 
Thiruvananthapuram -695 035 , 
Phone: (Office ) 2306623 , 
MD per . 2306623. 


(Sd.) 
Managing Director. 


